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SUBJECT: ALARM SYSTEM FOR STATE CRYPTO AREA, AMEMBASSY 
TOKYO 

HONG KONG FOR RTC, TOKYO FOR RTC TECHNICAL SECURITY OFFICER 
TDY IN TOKYO 

REF: TOKYO 8330 

1. ADL MODEL 6200 PASSIVE IR SYSTEM AUTHORIZED FOR INSTAL- 
LATION IN STATE CRYPTO AREA IN TOKYO. 

2. INSTALLATION OF ADL MODEL 6200 IS APPROVED FOR USE AS 
AN INTRUSION ALARM ONLY. IT IS NOT, REPEAT NOT, SUITABLE 
FOR THE SMOKE AND FIRE ALARM REQUIREMENT. OC/S CONTINUES 
TO DEVELOP APPROPRIATE SMOKE AND FIRE SENSORS FOR UNAT- 
TENDED COM CENTER OPERATION. INGERSOLL 
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